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Ornamental Commercial Fixtures 


(Hyperion Glass) 


Finish: Note: 

Bank Eight 

Bronze lights 
outside 





These fixtures will only be furnished ‘‘Bare” and ‘Knocked Down’”—no sockets or wire will 
be supplied. (Assembly very simple—high packing cost eliminated). 


Glassware and fixture parts packed together in individual cartons. 














DIMENSIONS 
NUMBER HYPERION DIMENSIONS of GLASS of FIXTURES 
Fixture : Wi : Length Width 
Coniglete Etched Plain Length idth Fitter Overall earn 
3718-E $63.00 $54.00 11%" 18" 8" 24" 24" 
3716-E 49.50 43.50 11%" 16" 6" 23" 228 





























Please specify whether Etched or Plain Glassware is desired. 





Digitized by the Internet Archive 
in 2022 with funding from 
Columbia University Libraries 


https://archive.org/details/glasswarelightinOOerbe — 


Ornamental Commercial Fixtures 
(Hyperion Glass) 


Finish: 
Bank 


Bronze 








Note: 


Eight 
lights 
outside 


These fixtures will only be furnished ‘“‘Bare’”’ and “Knocked Down”—no sockets or wire will 


be supplied. (Assembly very simple—high packing cost eliminated). 


Glassware and fixture parts packed together in individual cartons. 














l DIMENSIONS 
NUMBER HYPERION | DIMENSIONS of GLASS of FIXTURES 
Fixture : : : Length Width 
Chai Etched Plain | Length | Width | Fitter Benne pate 
3618-E | $64.50 | $55.50 1176" Gentes. sp | ne eh 24" 
3616-E 51.00 45.00 LT ser a 16" 6" 48" 22" 





Please specify whether Etched or Plain Glassware is desired. 
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Ornamental Commercial Fixtures 
(Hyperion Glass) 


Finish: Glassware: 
Bank Etched 
Bronze nom 
i 





These fixtures will only be furnished “Bare” and “Knocked Down’’—no sockets or wire will 
be supplied. (Assembly very simple—high packing cost eliminated). 


Glassware and fixture parts packed together in individual cartons. 

















DIMENSIONS 

NUMBER | HYPERION DIMENSIONS of GLASS Seaierom es 
Fixture : : : Length Width 
Soimnlete Etched Plain Length Width Fitter Overall One ail 
3218-E | $51.00 $42.00 11%" 18" 3" 24" 24" 
3216-E 39.00 33.00 1134" 16" 6" 23" 22" 
3214-E 31.50 26.25 1134" 14" 6" 23" 20" 
3212-E 27.00 22.50 1144" 12" 6" 23" 18" 
3209-E 17.25 13.95 97%" 9" 4" 18" 14" 









































Please specify whether Etched or Plain Glassware is desired. 








Ornamental Commercial Fixtures 


(Hyperion 
Glass) 
Finish: 
Bank 
Bronze Glassware: 
Etched 
or 
Plain 





These fixtures will only be furnished “Bare” and “Knocked Down’’—no sockets or wire will be supplied. (Assembly 
very simple—high packing cost eliminated. ) 
Glassware and fixture parts packed together in individual cartons. 

















NUMBER | HYPERION | | DIMENSIONS of GLASS | eae 
Secolece | Etched Plain Length Width | Mima eo ao 
3018-E | $52.50 $43.50 fie 11%" ; | iste) 8" | 48" 24" 
3018 | 33.00 2778 | lise | ia" | ge 4s" | 20" 
3012-E | 28.50 24.00 ye | 42" | 6" | 48" | aes 
3009-E_ | _—«i18.75 __ 15.45 O56 Uv” Wee be 48 a, We 14" 

















Please specify whether Etched or Plain Glassware is desired 





Ornamental Commercial Fixtures 
(Hyperion Glass) 


Glassware: Etched or Plain 





No. 3909E 


Finish: Bank Bronze 





No. 3809E 


These fixtures will only be furnished ‘‘Bare’”’ and “Knocked Down”—no sockets or wire will 
be supplied. 


Glassware and fixture parts packed together in individual cartons. 














DIMENSIONS 
NUMBER HYPERION I DIMENSIONS of GLASS } of BRACKETS 
Fixture . : : Length Extension 
Gonplecs Etched Plain Length Width Fitter Oger Gon nti 
3809-E $27.00 $24.00 9%" 9g" 4" yA 12%" 
3909-E 16.50 13.20 9%" g" 4" T5it 1044" 





























Please specify whether Etched or Plain Glassware is desired. 








Ornamental Commercial 


Fixtures 
(Hyperion Glass) 








ee eee a Ce ee ee ee 





Finish: Bank Bronze 
Glassware: Etched or Plain 


These fixtures will only be furnished “Bare”’ 
and ‘Knocked Down’’—no sockets or wire will 
be supplied. (Assembly very simple — high 
packing cost eliminated.) 





Glassware and fixture parts packed together 
in individual cartons. 


























No. 3318E 

a et eee, sce. | DIMENSIONS 

| NUMBER HYPERION DIMENSIONS of GLASS of FIXTURES 
Fixture r : : Length Width 
Complete | Etched Plain Length 5 Width Fitter | Overall 4 Overall 

| 3418-E $27.00 $18.00 11%" 18" ss 24" 18" 

3416-E 21.00 15.00 11%" 16" 6" 23" 16" 

| 3414-E 18.00 12375 118 Wu 14" 6" 235 14" 

| 3412-E 15.60 11.10 1114" 12" on 23 128 

3318-E 28.50 19.50 117%" 18" 8" 48" 18" 

3316-E 22.50 16.50 11%" 16" 6" 48" 16" 

3314-E 19.50 14.25 1134" 14" 6" 48" 14" 

3312-E 17.10 12.60 _ 11% ME a 12H (seamen EO , ae a8 ie l 5 

















Please specify whether Etched or Plain Glassware is desired. 




















Ornamental Commercial Fixtures 
(Hyperion Glass) 





No. 3409E 


Finish: Bank Bronze 


Glassware: Etched or Plain 





No. 3309E 


These fixtures will only be furnished “Bare” and “Knocked Down”—no sockets or wire will 
be supplied. 


Glassware and fixture parts packed together in individual cartons. 














DIMENSIONS 
NUMBER HYPERION DIMENSIONS of GLASS DIMENSIONS 
Length Width 
Combi Etched Plain Length Width Fitter Lens puadthy 
3309-E $15.75 $12.75 9%" gn 4n 4g" gn 
3409-E 14.70 11.70 9%" g" 4" 18" gn 





Please specify whether Etched or Plain Glassware is desired. 





Hyperion Units 


With ‘‘Amco’’ Safety Screwless Holders 





Nos. 54, 56 and 57—-Suspension Type ‘‘Amco”’ Safety 
Screwless Hanger 


Finish—Statuary Bronze. 


Wiring Specifications—Length of Hanger only, 30”. 








Nos. 64 and 66—Ceiling Type ‘“‘Amco”’ Safety Screwless 
Holder 


© 
‘““AMCO”’ Safety Screwless Holder 








Close Lever to Lock. 


No. 54 and 56 Hanger wired with No. 16 
slow burning wire and special Edison base 
socket. 


No. 57 Hanger wired with No. 14 slow burn- 
ing wire and Mogul base porcelain socket. 


No. 64 and 66 Holder equipped with Edison 


base porcelain receptacle. 
All fixtures will be furnished wired complete. 












































PRICES WEIGHTS 
NUMBERS STANDARD] DIMENSIONS of GLASS Recom- 
Fixture Glass Sabie sees PACKAGES eane PET mended 
1xtur on ; ; 
Complete Only Coinplete Only Gless Only Width Length Fitter Counletell Claas Only Wattage 
54/8610 8610 $4.65 $1.68 4 10m xa te; expe 7 Ibs. 13 Ibs. 100 
54/8612 8612 5.64 2.94 4 et ees Wet x 4 8 Ibs. 17 Ibs. 100-150 
56/8612 8612 5.97 2.94 4 12 x 8 x7 06 8 lbs. 17 lbs. 100-150 
56/8614 8614 6.96 4.11 2 14 x 56300" x6 10 Ibs. 13 Ibs. 150-200 
56/8616 8616 7.95 5.25 1 16a (x: 1116) x6 12 Ibs. 9 Ibs. 200-300 
56/8618 8618 11.10 8.25 1 18 x 12 x 6 14 Ibs. 13 Ibs. 300-500 
| 57/8616 8616 8.55 5.25 1 1Gtexs 11160 6x56 12 Ibs. 9 Ibs. 200-300 
57/8618 8618 11.70 8.25 1 18 x 12 x 6 14 Ibs. 13 Ibs. 300-500 
64/8610 8610 3.15 1.68 4 LO) xl seals 4 7 Ibs. 13 lbs. 100 
64/8612 8612 4.47 2.94 4 i3@cx Ss x 4 8 lbs. 17 lbs. 100-150 
66/8612 8612 4.98 2.94 4 12 x 8 x 6 8 Ibs. 17 Ibs. 100-150 
66/8614 8614 5.97 4.11 2 14x 9%-x 6 10 Ibs. 13 Ibs. 150-200 
66/8616 8616 6.96 5.25 1 16 x 114 x 6 12 lbs. 9 Ibs. 200-300 
' 
| Notre—One fixture complete with Glass is a Standard Package. 








Hyperion Units 


With ‘‘Amco”’ Safety Screwless Holders 





Nos. 64 and 66—Ceiling Type ‘“‘Amco”’ Safety Screwless 
Holder 


© 


*“AMCO”’ Safety Screwless Holder 





Close Lever to Lock. 


No. 54 and 56 Hanger wired with No. 16 
slow burning wire and special Edison base 
socket. 

No. 57 Hanger wired with No. 14 slow burn- 
ing wire and Mogul base porcelain socket. 


No. 64 and 66 Holder equipped with Edison 
base porcelain receptacle. 





Nos. 54, 56 and 57—Suspension Type ‘‘Amco”’ Safety 
Screwless Hanger 


Finish—Statuary Bronze. 


Wiring Specifications—Length of Hanger only, 30”. All fixtures will be furnished wired complete. 










































PRICES WEIGHTS 

NUMBERS SS STANDARD SDIMENSIONS OL GLASS Raa EStaniange Recom- 
Fixture Glass Wistase Glass PACKAGES } 1 ae cente Packaue mended 
Complete Only Complete Guly Glass Only || Width Length Fitter Gompleten! Glass Oats Wattage 

54/4710 4710 4 10 x 7 x 4 7 |bs. 13 lbs. 100 
54/4712 4712 2 3 Wy x 8 x 4 10 lbs. 12 lbs. 100-150 
56/4712 4712 2 x 8 x 6 10 lbs. 12 lbs. 100-150 
56/4714 4714 1 Xk So7 ee Xie 10 lbs. 13 Ibs. 150-200 
56/4716 4716 1 <a LO x 6 12 lbs. 9 lbs. 200-300 
57/4716 4716 1 5 ANY x 6 12 lbs. 9 Ibs. 200-300 

64/4710 4710 4 x 7 x 4 7 |bs. 13 lbs. 100 
64/4712 4712 2 x 8 x 4 10 lbs. 12 Ibs. 100-150 
66/4712 4712 2 x 8 x 6 10 lbs. 12 lbs. 100-150 
66/4714 4714 1 x 834 x 6 10 lbs. 13 lbs. 150-200 
66/4716 4716 1 pe aly, x 6 12 lbs. 9 lbs. 200-300 





Nore—One fixture complete with Glass is a Standard Package. 
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Hyperion Units 


With ‘‘Amco”’ Safety Screwless{|Holders 





Nos. 64 and 66—Ceiling Type ‘“‘Amco”’ Safety Screwless 
Holder 


© 
*“AMCO”’ Safety Screwless Holder 





Close Lever to Lock. 


No. 54 and 56 Hanger wired with No. 16 


slow burning wire and special Edison base 




















socket. 
No. 57 Hanger wired with No. 14 slow burn- 
Nos. 54, 56 and 57—Suspension Type “‘Amco”’ Safety ing wire and Mogul base porcelain socket. 
eee eos LaBe ct No. 64 and 66 Holder equipped with Edison 
Finish—Statuary Bronze. base porcelain receptacle. 
Wiring Specifications—Length of Hanger only, 30”. All fixtures will be furnished wired complete. 
PRICES WEIGHTS | 
NUMBERS —_____~"_"______lsTaANDARD]| DIMENSIONS of GLASS Stands | Recom: 
Fixture Glass ee eee PACKAGES] __ eee Po mended 
Complete Only Complete Only Glass Only Width Length Fitter Gomuletenli Glass Only Wattage 
54/3309 3309 $4.35 $1.50 8 oie e 9% 4 7 Ibs. 24 Ibs. 100 
56/3312 3312 6.15 3.06 2 te ox 11%) fx 6 10 Ibs. 12 lbs. 100-150 
56/3314 3314 7.35 4.35 2 14 x 11% x 6 11 Ibs. 14 lbs. 150-200 
56/3316 3316 8.40 5.55 1 16 x 11% x 6 13 Ibs. 10 lbs. 200-300 
56/3318 3318 12.15 SEE 9.00 1 18. axo 1% ox! <6 14 Ibs. 13 Ibs. 300-500 
57/3316 3316 9.00 5.55 1 16 x 11% x 6 12 Ibs. 9 Ibs. 200-300 
57/3318 3318 12.75 wee 9.00 1 18) x411% x. 6 14 Ibs. 13 Ibs. 300-500 
64/3309 3309 3.15 1.50 8 9 Sx 9% x 94 7 Ibs. 13 Ibs. 100 
66/3312 3312 5.25 3.06 2 12) exci 1), eae o 10 Ibs. 12 Ibs. 100-150 
66/3314 3314 6.00 4.35 2 14 x 11% x 6 11 Ibs. 14 lbs. 150-200 
66/3316 3316 7.40 5.55 1 16 tx 11a x 6 13 Ibs. 10 Ibs. 200-300 









































NotrE—One fixture complete with Glass is a Standard Package. 
































Illustrated on this page are new and original 
Moderne lighting units which have met with 
instant approval and for which the demand 
is constantly increasing. 


Not only are they in keeping with the 
present trend of style and design, but are a 
means of real efficient and beautiful lighting. 


These Moderne lighting units are made of 
“Hyperion” glass—the glass of highly efh- 
cient lighting qualities and with the addition 
of black line decoration the truly Modern- 
istic effect is brought out very artistically. 


LIST PRICES 


Modernistic Glassware 














Standard]; : ra Price 
Number package Width Length Fitter Finish Each 
1457 12 64 9” 4” Plain $2.25 
1457-D 12 6% 9” 4” Black Line] 3.75 
1458 1 10144” 164%” 6” Plain 6.75 
1458-D 1 104%” 16144” 6” Black Line| 9.75 
1459 8 9” 7%" 4” Plain 2.25 
1459-D 8 Md 7%” 4” Black Line} 3.75 
1460 1 12144” 10%” 6” Plain 5.25 

1 Black Line 














NA 


Moderne Lighting Units 


Made of ‘‘Hyperion’’ Glass 





No. 1458D—10) in. x 164 in. x 6 in. Fitter 
No. 1457D—6 in. x 9 in. x 4 in. Fitter 





No. 1460D—12) in. x 1034 in. x 6 in. Fitter 
No. 1459D—9 in. x 7 in. x 4 in. Fitter 





























Moderne ‘‘Directo-Lite’”’ 


For special lighting installations where the principal rays of light are to be directed downward 
upon a working plane, the Moderne Directo-lite illustrated below is the utmost in efficiency. The 
Moderne Directo-lite is made of “Hyperion” glass with and without black line decoration, and 
with a polished Crystal Cut Reflector bowl inserted in the bottom. 





“Hyperion” Glass with Crystal Cut Bowl 














Standard ' ; oe List Price 
Number Package Width Length Fitter Finish Each 
1465 1 12%" x 114%" x 6” Plain White $7.50 
1465D 1 121%” x 114%” 2 65 Black Line 10.50 
1464 4 g” x 8” x 4” Plain White 3.45 
1464D 4 Q” x 8” x 4% Black Line 4.95 





All prices include Crystal Cut Reflector Bowl 


NB 





Nova Blown Reflectors 


STANDARD DIMENSIONS of GLASS WEIGHT 
NUMBERS od Width Length Fitter Stand. Package 





72 |bs. 
34 lbs. 
32 lbs. 
32 lbs. 
76 \bs. 
34 lbs. 
30 lbs. 
40 lbs. 
130 lbs. 


7000 
7001 
7002 
7003 
7006 
7007 
7008 


7009 : 12 
7010 5 12 to Bbl. 


aronan ANON 





HHH MMMM MM 
UNPWWALAL 
MoM OO 


oN 
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Nova Electrics, Eye Shades, Reflectors 
and Balls 





499—Half Shade 





1520—Reflector 


501—Reflector 





B-57—Ball 300—Electric 


























DIMENSIONS of GLASS WEIGHT 
NUMBERS PRICES STANDARD ' r Rtaddard 
Glass Only Each PACKAGES Width Length Fitter Parkage 
499 $0.75 36 4% x 6 x 2% 35 lbs. 
300 -45 36 5 x 4% x 2% 30 Ibs. 
1520 -63 45 6 x 3% > 2% 36 lbs. 
1520 “tae 30 7 x 4% x 2% 42 Ibs. 
1520 .99 24 8 x 5 x 2% 40 lbs. 
501 -81 30 6% x 4% z= 2% 33 lbs. 
57 AV f 27 6 x 6 ms 3% 30 lbs. 
57 75 18 7 x 7 x 3% 28 Ibs. 
57 1.14 12 8 x 8 x 34-4 28 lbs. 
57 2.19 4 10 x 10 x 4-5-6 16 lbs. 
57 3.45 1 12 x 12 x 6-7-8 7 Ibs. 


Please specify sizes of 1520 and B-57 that may be desired. 








L1 













Advertising Balls 


made of 


Nova and C. R. I. Glassware 


78—Advertising 
Ball 
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PRICES 
7 oa can a cali  LANDARD 
NUMBERS Rach Each PACKAGES DIAMETER SIZE FITTER WEIGHT 
Glass Only Glase ‘Only Glass Only Glass Only In Inches Inches Standard Package 


adie 8 3% 30 Ibs., 
ees 12 4 32 Ibs. 
ee 1 6 32 Ibs. 
Neti 14 6 18 Ibs 
6 15 Ibs 
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Decorated Kitchen and Bathroom Units 


13/8608]/71 RED 








13/8608/71 BLACK 


13/ 8608/71 BLUE 





ORANGE 


Furnished Keyless only. 


Please specify color of finish desired. 


————— a ann Gann 


PRICES | 














| | Weights 
NUMBERS STANDARD | DIMENSIONS of GLASS 
Fixture Glass Each Each PACKAGES Stand. Pkge. Stand. Pkge. 
Complete Only Fixture Glass Glass Only | Width Length Fitter | Fixture Glass 
Complete Only Complete Only 
| 
13/8608/71 8608/71) $3.15 $1.50 } | 7 x 4 | 5 lbs. 28 lbs. 


Note—Each complete fixture is a Standard Package. 
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Decorated Kitchen and Bathroom Units 


Ro EE SR aT TR ee ee 
1 A SRT Oia a FOS SE EEE 





c “SS 
9/499/71 wit 9/499/71 GREEN 


. 
eee 


Sie shee lhe Site i ral a 


9/499/71 BLACK 
| 


| 


Fibeidigt tate ok > 


9/499/71 BLUE 9/499/71| ORANGE 


Please specify color of finish desired. 




















| PRICES | STANDARD | WEIGHTS 
meet | PEAS eee OF FITTER | : = 
| Each Each Stand. Pkge. | Stand. Pkge. 
Fixture Glass | Fixture Glass | Fixture Glass Fixture Glass 
Complete Only | Complete | Only Complete Only | Complete Only 





9/499/71 goon | $3.42. «| + $1.25—~—| 12 36 || 2% inches 28 33 
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For the Kitchen 


WHITE ‘‘HYPERION’’ GLASS 


Specifications 

Holder made 
of heavy guage 
brass. 


Finish: White 


Enamel. 


4” fitter, pig- 
tail receptacle, 
crossbar, nickel- 
plated lugs and 
screws. 


Also furnished 
with knock-out 


Glass is made 
of white “Hy- 











. bs mie) 
for Jrevolmen, perion. 
switch. 
No. 15/8608 
Keyless 
NUMBERS PRICES STANDARD PACKAGE 
DIMENSIONS 
Fixture Glass Each Each : 
Complete Only Fixture Glass pas aoe Width Length Fitter 
Complete Only eis y 
15/8608 8608 $2.34 $1.05 1 12 8% x 7 x 4 





Qi 











